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Foreword 

This Technical Specification (TS) has been produced by ETSI Technical Conmiittee Smart Card Platform (SCP). 

The contents of the present document are subject to continuing work within TC SCP and may change following formal 
TC SCP approval. If TC SCP modifies the contents of the present document, it will then be republished by ETSI with 
an identifying change of release date and an increase in version number as follows: 

Version x.y.z 

where: 

x: the first digit: 

early working draft; 

1 presented to TC SCP for information; 

2 presented to TC SCP for approval; 

3 or greater indicates TC SCP approved document under change control. 

y: the second digit is incremented for all changes of substance, i.e. technical enhancements, corrections, 
updates, etc. 

z: the third digit is incremented when editorial only changes have been incorporated in the document. 
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Scope 



The present document defines the stage two description of the Card AppHcation Toolkit Transport Protocol (CAT_TP), 
for CAT applications based on TS 102 223 [2]. 

The present document contains the core functionalities for the CAT_TP between two CAT_TP entities hosting for 
instance on a UICC and on a remote entity. 

The CAT_TP described in the present document is based on RDP version 2 as specified in RFC 908 [4] and 
RFC 1151 [5]. 

The present document describes, according requirements defined in TS 102 124 [1]: 

• The core functionalities of CAT_TP (data structures, state diagrams, protocol procedures, etc.). 

• Usage of CAT_TP on top of the Bearer Independent Protocol (BIP). 
The following items are out of the scope of the present document: 

• The specific implementation of an API. 

• Anything dealing with the security above CAT_TP. 
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3 Definitions, symbols, abbreviations and coding 

conventions 

3.1 Definitions 

For the purposes of the present document, the following terms and definitions apply: 

Bearer Independent Protocol (BIP): mechanism by which the TE provides the UICC with access to the data bearers 
supported by the terminal and the network, as defined in TS 102 223 [2] 

CAT_TP client: entity which initiates a CAT_TP link to the CAT_TP server, and applies during the connection phase 
only 

NOTE: It could be on the UICC or on the remote entity. 

CAT_TP entity: entity able to open a CAT_TP link, exchange CAT_TP PDUs, and close the CAT_TP link 

CAT_TP link: logical link between CAT_TP entities over which CAT_TP PDUs are exchanged 

CAT_TP Port: this 16-bit identifier is used to identify the CAT_TP upper layer process 

CAT_TP server: entity which receives a CAT_TP link establishment request from a CAT_TP client, and applies 
during the connection phase only 

NOTE: It could be on the UICC or on the remote entity. 

CAT_TP service data unit: in the reference model for OSI, amount of information whose identity is preserved when 
transferred between peer (N+l)-layer entities and which is not interpreted by the supporting (N)-layer entities 

NOTE: Here (N)-layer is the CAT_TP layer. 

lower layer: within consideration a (N)-layer, the lower layer is the just below layer which is the (N-l)-layer 

NOTE: For the CAT_TP, the lower layer may be the Physical layer. 

physical link: composed of the Bearer Independent Protocol channel between the UICC and the TE and a bearer 
specific link between the TE and the remote entity 

upper layer: within consideration a (N)-layer, the upper layer is the just above layer which is the (N+l)-layer 

NOTE: For the CAT_TP, the upper layer may be the Application layer. 

3.2 Symbols 

For the purposes of the present document, the following symbols apply: 
'0' to '9' and 'A' to 'F' are the sixteen hexadecimal digits. 
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3.3 



Abbreviations 



For the purposes of the present document, the following abbreviations apply: 

ACK ACKnowledgement 

BIP Bearer Independent Protocol 

CAT Card Application Toolkit 

CAT_TP Card Application Toolkit Transport Protocol 

FFS For Further Study 

LSB Least Significant Bit 

MSB Most Significant Bit 

OSI Open System Interconnection 

PDU Protocol Data Unit 

RFU Reserved for Further Use 

RST ReSeT 

SDU Service Data Unit 

TE Terminal Equipment 

3.4 Coding conventions 

For the purposes of the present document, the following coding conventions apply: 

All lengths are presented in bytes, unless otherwise stated. Each byte is represented by bits b8 to bl, where b8 is the 
Most Significant Bit (MSB) and bl is the Least Significant Bit (LSB). In each representation, the leftmost bit is the 
MSB. 

All bytes specified as RFU shall be set to '00' and all bits specified as RFU shall be set to 0. 



Description 



The CAT_TP is a transport protocol providing the UICC with a reliable data transmission with a remote entity. Main 
actors of the environment are the UICC, the TE and the remote entity. 



CAT_TP 
entity 



CAT TPLink 



BIP 



CAT_TP 
entity 



Bearer Specific Protocol 
< ► 



UICC 



TE 



remote entity 



Figure 1 : Environment description 

The CAT_TP protocol provides following functionalities: 

• CAT_TP provides a full-duplex communications channel between the two ports of each transport connection. 

• CAT_TP reliably delivers all upper layer data and reports any failure to the upper layer. 

• CAT_TP attempts to detect and discard all damaged and duplicated PDUs. 

• CAT_TP provides sequenced delivery of SDUs. Out of sequence delivery of SDUs is FFS. 

• CAT_TP segments large SDUs into PDUs on a CAT_TP sending entity and re-assembles segmented PDUs 
into SDUs on a CAT_TP receiving entity. 
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The CAT_TP ensures an end to end reliable data communication between the UICC and a remote entity over UDP/IP or 
other networks. 
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Figure 2: CAT_TP layer position 



CAT_TP layer 



This clause describes the core protocol. The CAT_TP layer is composed of two entities. 



Segmentation Management 



Transport Management 



CAT_TP layer 
Figure 3: CAT_TP layer description 



5.1 



Data communication 



Data flows through a CAT_TP connection in the form of PDUs. Each CAT_TP PDU is packaged as a CAT_TP header 
and one or more octets of data. 

CAT_TP is able to fragment a large user message (CAT_TP SDU) into smaller CAT_TP PDUs and re-assemble the 
message on the receiving end. At the CAT_TP level, outgoing PDUs are queued as input to the lower layer as soon as 
they are created. Each PDU is held by the sending CAT_TP entity until it is acknowledged by the remote host. 

Incoming PDUs are queued as input to the upper layer. PDUs are acknowledged when they have been accepted by the 
receiving CAT_TP entity. The receiving end of each connection, at the connection establishment phase, specifies the 
"maximum PDU size" it will accept. A CAT_TP sending entity having to send a block of data larger that this 
"maximum PDU size" leads to a segmentation of the data. CAT_TP shall discard an incoming PDU that contains more 
data than the maximum acceptable PDU size. 

CAT_TP shall deliver SDUs in sequence to the upper layer. 
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5.2 Segmentation management 
5.2.1 Segmentation and re-assembly 

The segmentation is a function used by a layer N because of system capabilities (physical transmission, etc.). The layer 
N has a N-SDU to transmit and may have to split it into several N-PDUs. On the reception side, the layer N has to 
re-assemble N-PDUs into the initial N-SDU. Here is a presentation of one layer exchanging PDUs. 



N-SDU 



N-SDU 



Layer N 



N-PDUs 



Layer N 



Figure 4: PDUs exchange between two Layers N 



5.2.1.1 



N-SDU and N-PDU when segmentation is needed 
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(N-Kl) PDU 



Layer N 



(N) SDU 



LayerNHeader Portion of N-SDU LayerNHeader Portion of N-SDU 



~v- 



N-PDU 



N-PDU 



Figure 5: N-SDU and N-PDU with segmentation 



5.2.1 .2 N-SDU and N-PDU when no segmentation 

Layer N-i-1 



(N-l-1) PDU 



Layer N 



Layer N Header 



(N) SDU 



N-SDU 



z^ 



N-PDU 



Figure 6: N-SDU and N-PDU withi no segmentation 
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5.2.2 Limitations 

The main limitation is provided by the buffer size of the Terminal Equipment. This parameter shall be taken into 
account during the segmentation and the re-assembly mechanism. 

To ease the reassembly, all PDUs of one segmented SDU shall have the same length, except possibly the last one, 
which may be shorter. The PDUs may be smaller than the maximum supported PDU size announced by receiver 
(SND_PDU_SIZE_MAX in clause 5.3.1.4). 

Another limitation is that the CAT_TP header shall not be segmented. 

5.2.3 CAT_TP segmentation management 

The task of the CAT_TP Segmentation Manager is to split SDUs of exceeding length into two or more PDUs that will 
each fit into one packet of the C AT_TP Transport Manager. 

Only one bit, named SEG, is required to indicate fragments that are not single PDUs or the last fragment. This bit 
constitutes the CAT_TP Segmentation header. Note that for the sake of simplicity and space, the CAT_TP Transport 
Manager integrates this one bit header into its own header. 

SEG is defined as follows: 

• SEG = 0: this is a single packet or the last fragment. 

• SEG = 1 : this is a non-last fragment. 

Thus SEG behaves like a follow bit - it indicates "more data for this packet is following". 



upper 
layer 



















SDUs 

CAT_TP Segmentation 
Manager 

PDUs 



CAT_TP Segmentation Header (SEG Bit) 



▼ CAT_TP Transport 
Protocol Manager 



Figure 7: Segmentation description 



Protocol operation at sending side: 



• In the case that the CAT_TP Segmentation Manager discovers that the SDU to be sent is longer than the 
maximum PDU length, the SDU is segmented. The CAT_TP Segmentation Manager adds the SEG bit headers 
and passes the PDUs to the CAT_TP Transport Manager. SDUs shorter or equal to the maximum PDU length 
are passed on directly with SEG = 0. 

Protocol operation at the receiving side: 

• Once a PDU with SEG = 1 is received, this and all possibly following PDUs with SEG = 1 are assembled 
including the first following PDU with SEG = 0. All those PDUs are concatenated and the reassembled SDU is 
passed to the upper layer. A non-segmented PDU is indicated by having itself SEG = and following a PDU 
with SEG = 0. This PDU is passed immediately to the upper layer. 

One requirement that this segmentation mechanism works is a reliable underlying protocol that delivers PDUs in 
sequence. CAT_TP Transport Manager fulfils this requirement. 
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5.3 Transport management 

5.3.1 CAT_TP connection management 

CAT_TP is a connection-oriented protocol in which each connection acts, for an upper layer, as a full-duplex 
communication channel between two CAT_TP entities. CAT_TP PDUs from a sender are directed to a port on the 
destination entity. A connection is uniquely identified with the two 16-bit source and destination port identifiers and 
with the source and destination network identities. 

5.3.1 .1 Opening a connection 

There are two modes for opening a connection. 



• 



The active mode puts a CAT_TP entity into the SYN-SENT state. The CAT_TP client shall know the 
CAT_TP server port to be specified in the request. The CAT_TP client may specify its own port otherwise a 
dynamic allocation, in the "allocable" range, shall be done. 

• The passive mode puts a CAT_TP entity into the LISTEN state, during which it passively listens for an open 
request from a remote CAT_TP entity. The CAT_TP server, which perform the passive connection request, 
shall specify its own port. The CAT_TP server may optionally specify a CAT_TP client port to accept a 
connection request from. In that case, an arriving connection request shall match to the specified CAT_TP 
port. 

5.3.1.2 Ports 

Valid port numbers range is from 1 to 65 535 (decimal). There are two types of ports: "well-known" ports and 
"allocable" ports. "Allocable" ports are, for instance, used during an active connection request to identify the CAT_TP 
client. "Well-know" ports are, for instance, used during a passive connection request to identify the CAT_TP server. 

"Well know" ports are in the range from 1 to 1 023. Allocable ports are in the range from 1 024 to 65 535. A CAT_TP 
entity shall not use the same local port number for an active and a passive request simultaneously. 

5.3.1 .3 Connection states 

A CAT_TP connection progresses into several states during its lifetime. The states are shown in the figure 8. Figure 
boxes represent CAT_TP states and arrows between them represent state change direction. The event that triggers the 
state change is described above the line and the resulting output is described in figure 8. 
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Passive Open Request 



CLOSE 



Close Request 
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Receive SYN 
Send SYN-ACK 



SYN-RCVD 



Receive RST 



Receive ACK 
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Receive RST 



Active Open Request 
Send SYN 



Receive RST 



SYN-SENT 



Receive SYN-ACK 
Send ACK 



Close Request 
Send RST 



CLOSE-WAIT 



After a delay 



Figure 8: CAT_TP functional state machine 



5.3.1.3.1 



CLOSED state 



The CLOSED state is valid when no connection exists between two ports. If no connection exists at all, the CLOSED 
state PDU arrival events processing is optional. 

NOTE: As soon as one connection is in any state different from CLOSED, the CAT_TP layer shall react to every 
incoming PDU. For PDUs addressing connection currently not existing or ports not open, the CLOSED 
state applies and they shall be handled according to it. 



5.3.1.3.2 



LISTEN state 



The LISTEN state is entered after a passive Open request. A connection record is created and the CAT_TP server waits 
for an active connection request reception. 



5.3.1.3.3 



SYN-SENT state 



The SYN-SENT state is entered, by a CAT_TP entity, after having processing an active Open request. A connection 
record is allocated, an initial sequence number is generated, and a SYN PDU is sent to the CAT_TP server. The 
CAT_TP client then waits for a CAT_TP server acknowledgment (SYN-ACK PDU). 



5.3.1.3.4 



SYN-RCVD state 



SYN-RCVD state is reached from the LISTEN state when a SYN PDU requesting a connection is received from a 
C AT_TP client. In reply, the C AT_TP server shall generate an initial sequence number for its side of the connection, 
and then sends the sequence number and an acknowledgement of the SYN PDU to the CAT_TP client. It then waits for 
an acknowledgement. 
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5.3.1.3.5 OPEN state 

The OPEN state exists when a connection has been estabHshed. This is the result of a three way handshake: 

• SYN. 

• SYN-ACK. 

• ACK. 

between a CAT_TP cHent and a CAT_TP server. In this state, the two entities are able to begin a full-duplex 
communication. 

5.3.1 .3.6 CLOSE-WAIT state 

The CLOSE-WAIT state is entered from either a Close request or from the reception of a RST PDU. In that case a 
CAT_TP entity shall wait for a delay period without initiating any activity on the connection and then enter the CLOSE 
state. 

5.3.1 .4 Connection record 

The variables that define the state of a connection are stored in a connection record maintained for each connection. A 
connection shall contain the following parameters. 

5.3.1.4.1 STATE 

The current state of a connection may be OPEN, LISTEN, CLOSED, S YN-SENT, SYN-RCVD, and CLOSE-WAIT. 

5.3.1 .4.2 Variables for CAT_TP sending activity 

SND_INI_SEQ_NB: This is the initial sequence number for the sending activity. This shall be the sequence number 
that was previously sent in the SYN PDU. 

SND_NXT_SEQ_NB: This is the sequence number of the next PDU that is to be sent. 

SND_UNA_PDU_SEQ_NB: This is the sequence number of the oldest unacknowledged PDU that was sent. If all sent 
PDUs were acknowledged, it is equal to the sequence number of the next PDU that is to be sent 
(SND_NXT_SEQ_NB). 

SND_PDU_SIZE_MAX: This is the largest PDU size that may be sent. 

SND_SDU_SIZE_MAX: This is the largest SDU size that may be sent. 

SND_WIN_SIZE: This is the current number of PDUs that can be sent, counting from SND_UNA_PDU_SEQ_NB-1. 

5.3.1 .4.3 Variables for CAT_TP receiving activity 

RCV_INI_SEQ_NB: This is the initial sequence number for the receiving activity. This shall be the sequence number 
that was previously received in the SYN PDU. 

RCV_CUR_SEQ_NB: This is the sequence number of the last SYN, SYN/ACK, NUL or data PDU received correctly 
and in sequence. 

RCV_OUT_OF_SEQ_PDU_SEQ_NBs: This is the sequence numbers that have been received out of sequence. 

RCV_PDU_SIZE_MAX: This is the largest PDU size that can be received. 

RCV_SDU_SIZE_MAX: This is the largest SDU size that can be received. 

RCV_WIN_SIZE: This is the number of PDUs that can be received, counting from SND_UNA_PDU_SEQ_NB-1. 

The values for maximum PDU/SDU sizes may differ between receiving and sending activity of one CAT_TP 
connection. 
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5.3.1 .4.4 Variables from current PDU 

CUR_PDU_SEQ_NB: This is the sequence number of the PDU currently being processed by a CAT_TP entity. 

CUR_PDU_ACK_NB: This is the acknowledgement number in the PDU currently being processed by a CAT_TP 
entity. 

CUR_PDU_WIN_SIZE: This is the window size of the PDU currently being processed by a CAT_TP entity. 

5.3.1 .4.5 Variables from SYN PDU 

SYN_PDU_SIZE_MAX: This is the maximum PDU size (in octets) accepted by a CAT_TP entity. 
SYN_SDU_SIZE_MAX: This is the maximum SDU size (in octets) accepted by a CAT_TP entity. 
CUR_PDU_VRS_NB: This is the version number of the PDU currently being processed by a CAT_TP entity. 

5.3.1 .5 Closing a connection 

The closing of a connection can be initiated by a Close request or by the reception of a RST PDU. In the case of the 
Close request, the CAT_TP entity shall send a RST PDU to the other side of the connection and then enter the 
CLOSE-WAIT state for a period of time. While in the CLOSE-WAIT state, CAT_TP shall discard PDUs received from 
the other side of the connection. When the time-out period expires, the connection record is deleted and the connection 
is terminated. 

NOTE: For a normal ending of data transmission, this simple connection closing facility requires that CAT_TP 
upper layer determines that all data has been reliably delivered before requesting a close of the 
connection. 

5.3.1 .6 Detecting an Half-Open and/or inactive connection 

If one side of a connection crashes, the connection may be left with the other side still active. This situation is termed to 
be an half-open connection. A CAT_TP entity can verify the status of a connection by sending a NUL PDU. An 
inactive connection is defined to be a connection that has no outstanding/unacknowledged PDUs, that has no PDUs to 
be processed and that has not had any traffic for some period of time. To minimize network overhead, verification of 
such connections should only be done when necessary to prevent a deadlock situation. In case of inactive connection or 
half-open connection, the active CAT_TP side shall reset the connection. 

5.3.1 .7 Version Number Management 

Each entity has to manage the reception of SYN/S YN-ACK PDU with a different version number. Version number is 
significant only in connection establishment for SYN and SYN-ACK PDU. 

If a CAT-TP entity supporting only version number 00 receives a SYN PDU with version number greater than 00, it 
shall return a SYN-ACK PDU with its own supported version (00) (figure 29). If the other entity supports version 00, it 
shall open the connection using version 00. Else it shall close the connection by sending a RST PDU with reason code 
"version not supported". 

If a version 00 CAT-TP in S YN-SENT state receives a SYN-ACK PDU with a: 

• version number equal to version number 00, it shall send back an ACK PDU and the CAT-TP connection shall 
enter OPEN STATE (figure 30); 

• version number greater than 00, it shall close the connection with a RST PDU with the reason code "version 
not supported" (figure 30) and the CAT-TP shall enter CLOSE STATE. 

SUP_VRS_NB: This is the current version number supported (00). 
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5.3.2 Reliable Communication 

CAT_TP implements a reliable message service through several mechanisms: 

• insertion of sequence numbers; 

• checksums into PDUs; 

• positive acknowledgement of PDU receipt; 

• timeout management for lost PDUs and retransmission of missing PDUs. 

5.3.2.1 Sequence number 

Each CAT_TP PDU transporting data has a sequence number that uniquely identifies it among all other PDUs in the 
same connection. The initial sequence number is chosen when the connection is opened. It should be set to a value not 
overlapping sequence numbers used in earlier connections. 

Each time a PDU requiring an acknowledgment (i.e. ACK with Data, S YN, NUL) is sent, the sequence number is 
incremented by one once this PDU has been sent (that is a post-increment). 

PDUs requiring no acknowledgment (i.e. ACK without data, ACK/EACK without data and RST) do not increment the 
sequence number. 

The SYN PDU is always sent with a unique sequence number, the initial sequence number. 

5.3.2.2 Checksum 

Each CAT_TP PDU contains a checksum to allow the receiver to detect damaged PDUs. CAT_TP shall use the 16-bit 
TCP checksum, which is specified on page 16 of RFC 793 [3]. 

The checksum field is the 16-bit one's complement of the one's complement sum of all 16 bit words in the header and 
data. If a PDU contains an odd number of header and data octets to be check-summed, the last octet shall be padded on 
the right with zeros to form a 16 bit word for checksum purposes. The pad shall not be transmitted as part of the PDU. 
While computing the checksum, the checksum field itself shall be replaced with zeros. 

In the TCP mechanism, the checksum also covers a 96 bit pseudo header which has conceptually to be prefixed to the 
TCP header. This pseudo header contains the Source Address, the Destination Address, the Protocol, and TCP length, 
thus giving the TCP a protection against misrouted PDUs. Concerning CAT_TP, this pseudo-header shall not be used. 

5.3.2.3 Positive acknowledgement of PDUs 

CAT_TP may be used above reliable as well as unreliable physical layers. In order to deal with this latter case, 
CAT_TP shall use positive acknowledgement and retransmission of PDUs for guaranteeing the delivery of PDUs in this 
kind of unreliable environment. 

Each PDU containing data and the SYN and NUL PDUs are acknowledged when they are correctly received and 
accepted by the destination host. PDUs containing only an acknowledgement are not acknowledged. Invalid PDUs 
(damaged, oversized, . . .) are discarded and are not acknowledged. PDUs are retransmitted when there is no timely 
acknowledgement of the PDU by the destination host. 
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CAT_TP allows two types of acknowledgement: 

• A cumulative acknowledgement is used to acknowledge all PDUs up to a specified sequence number. This 
type of acknowledgement can be sent using fixed length fields within the CAT_TP header. Specifically, the 
ACK control flag is set and the last acknowledged sequence number is placed in the Acknowledgement 
Number field. 



• 



The extended or non-cumulative acknowledgement allows the receiver to acknowledge PDUs out of sequence. 
This type of acknowledgement is sent using the EACK control flag and the variable length fields in the 
C AT_TP PDU header. The variable length header fields are used to hold the sequence numbers of the 
out-of- sequence acknowledged PDUs. 

The type of acknowledgement used is simply a function of the order in which PDUs arrive. Whenever possible, PDUs 
are acknowledged using the cumulative acknowledgement PDU. Only out-of- sequence PDUs are acknowledged using 
the extended acknowledgement option. 

5.3.2.4 Retransmission timeout 

PDUs may be lost in transmission for two reasons: 

• they may be lost or damaged due to the effects of the loss transmission media; 

• they may be discarded by the receiving CAT_TP. 

The positive acknowledgement policy requires the receiver to acknowledge a PDU only when the PDU has been 
correctly received and accepted. 

To detect missing PDUs, the sending CAT_TP entity shall use a retransmission timer for each SYN, NUL and data 
PDU transmitted. When an acknowledgement is received for a PDU, the timer is cancelled for that PDU and the PDU is 
removed from the retransmission queue. If the timer expires before an acknowledgement is received for a PDU, that 
PDU is retransmitted and the timer is restarted. 

NOTE: The retransmission timers should be set to values approximating the round trip time of a CAT_TP PDU in 
the network. 

In addition to retransmission timers, CAT_TP shall implement a counter for the number of retries. Once a maximum 
number of retries has been reached, the connection shall be considered unusable and shall be closed by sending a 
RST PDU. The maximum value of retries shall be configurable and it shall require at least one retry. 

5.3.3 Flow control and window management 

CAT_TP employs a simple flow control mechanism that is based on a window for the PDUs the receiver is ready to 
accept. 

Together with each Acknowledgement Number, the acknowledging entity shall announce its current acceptance 
window. The value specified for this parameter should be based on the amount and size of buffers that the C AT_TP is 
currently willing to allocate to a connection. The particular CAT_TP implementation can set the parameter to a value 
that is optimal for its buffering scheme. 

The sender is then allowed to send all PDUs within this window without receiving any new window announcement. The 
highest Sequence Number for data PDUs the sender is allowed to send is calculated by adding the Window Size to the 
Acknowledgement Number. This constitutes the right window border. A right window border shall never be reduced 
once it was announced. A sender shall ignore a lower right border value it receives, which might occur if an older ACK 
PDU is delayed. A Window Size of zero is permitted, effectively closing the data flow, which might be required when 
the receiver is temporarily out of resources. Whenever resources are available again, the new window size shall be 
announced in a new ACK PDU. 

When a received data or NUL PDU has a sequence number that falls within the acceptance window, it shall be 
acknowledged. If the sequence number is equal to the left-hand edge (i.e. it is the next sequence number expected), the 
PDU is acknowledged with a cumulative Acknowledgement (ACK). If the sequence number is within the acceptance 
window but is out of sequence, it is acknowledged with a non-cumulative acknowledgement (EACK). 
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(E)ACK PDUs without data, NUL and RST PDUs are also received and processed, if they have a sequence number one 
higher than the right window border. 

The CAT_TP module in the transmitting host sends PDUs until all PDUs allowed by the currently defined window are 
sent. 

Once this limit is reached, the transmitting CAT_TP module may only send a new PDU after it receives a window 
announcement that increases the right window border. 



5.4 Events processing 



This clause describes the sequence for processing events. It is not intended to suggest a particular implementation. Only 
the peer to peer behaviour between the protocols implemented in the CAT_TP entities is normative. 

The following are the kinds of events that may occur: 

• User Requests: Open, Send, Receive, Close. 

• Arriving PDU: A PDU arrives. 

• Timeouts: Retransmission timeout, close- wait timeout. 

This description is given with SDL diagrams; user request processing always terminates with a return to the caller, with 
a possible error indication. Error responses are given as a status code. A response is also possible, in PDU arrival events 
case, indicated by the term "signal". 

Processing of arriving PDUs usually follows this general sequence: the sequence number is checked for validity and, if 
valid, the PDU is queued and processed in sequence-number order. For all events, unless a state change is specified, 
CAT_TP remains in the same state. 

Notation used for following diagrams: 



Action: An underlined word is used to define a specific action (e.g. send, discard, start). 

<PDU Type>: Between <> brackets are indicated tlie flag(s) to set for a PDU (e.g. <SYN> or 
<SYN, ACK>, etc.) and tlie fields values (e.g. <SEQ = SND_NXT_SEQ_NB>, etc.). 

SEQ: sequence number field. 

ACK: acknowledgment number field. 

WIN_SIZE: window size field. 

SDU_SIZE_MAX: SDU maximum size field. 

PDU_SIZE_MAX: PDU maximum size field. 

VRS NB: version number field. 



: This symbol indicates that the diagram continues on the following figure (the closest 
next one). 
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5.4.1 Upper layer events 

The following scenarios describe the processing of events requested by the upper layer. 

5.4.1.1 Open request 

Figure 9 describes the process of an "Open request" in the "OPEN", "LISTEN", "SYN-SENT" or "SYN-RCVD" state. 




_^ 
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From Upper Layer 



To Upper Layer 



Figure 9: Open Request in OPEN, LISTEN, SYN-SENT, SYN-RCVD state 
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Figure 10 describes the process of an "Open request" in the "CLOSE-WAIT" state. 
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Figure 10: Open request in CLOSE-WAIT state 
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Figure 11 describes the process of an "Open request" in the "CLOSE" state. 
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Figure 11: Open request in CLOSED state 
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5.4.1.2 Close request 

Figure 12 describes the process of a "Close request" in the "OPEN" state. 
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Figure 12: Close request in Open state 

Figure 13 describes the process of a "Close request" in the "CLOSE" state. 
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Figure 13: Close request in CLOSE state 
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Figure 14 describes the process of a "Close request" in the "CLOSE-WAIT" state. 
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Figure 14: Close request in CLOSE-WAIT state 

Figure 15 describes the process of a "Close request" in the "SYN-SENT" or "SYN-RCVD" state. 
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Figure 15: Close request in SYN-SENT or SYN-RCVD state 
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Figure 16 describes the process of a "Close request" in the "LISTEN" state. 
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Figure 16: Close request in LISTEN state 

5.4.1 .3 Receive request 

Figure 17 describes the process of a "Receive request" in the "OPEN" state. 
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Send <ACK> 

<SEQ=SND_NXT_SEQ_NB> 
<ACK=RCV_CUR_SEQ_NB> 
<WIN=RCV_WIN_SIZE> 
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Figure 17: Receive request in OPEN state 
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Figure 18 describes the process of a "Receive request" in the "CLOSE" state. 
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Figure 18: Receive request in CLOSE state 

Figure 19 describes the process of a "Receive request" in the "CLOSE-WAIT" state. 
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Figure 19: Receive request in CLOSE-WAIT state 
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Figure 20 describes the process of a "Receive request" in the "LISTEN", "SYN-SENT" or "SYN-RCVD" state. 
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Figure 20: Receive request in LISTEN, SYN-SENT or SYN-RCVD state 

5.4.1.4 Send request 

If segmentation is needed, the given data will be checked (buffer size, etc.) then several PDUs will be produced and 
submitted to the transmission queue if it is accepted. 

The following scenario describes the handling of a single PDU by the transmission queue. 

Figure 21 describes the process of a "Send data request" in the "OPEN" state. 

The description does not take any reception activity happening in parallel into account. However, EACK PDUs that are 
generated by receive events may be merged with data PDUs generated by the sending activity, resulting in an EACK 
PDU containing data. 
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Send<ACK,Data> 

<SEQ=SND_NXT_SEQ_NB> 
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Figure 21 : Send data request in OPEN state 
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Figure 21a describes the process of a "Send NUL request" in the "OPEN" state. 

The description does not take any reception activity happening in parallel into account. However, EACK PDUs that are 
generated by receive events may be merged with NUL PDUs generated by the sending activity, resulting in a 
NUL/EACK PDU. 
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Figure 21a: Send NUL request in OPEN state 

Figure 22 describes the process of a "Send request" in the "CLOSE", "LISTEN", "SYN-SENT" or "SYN-RCVD" state. 
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Figure 22: Send request in CLOSE, LISTEN, SYN-SENT or SYN-RCVD state 
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Figure 23 describes the process of a "Send request" in the "CLOSE-WAIT" state. 
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Figure 23: Send request in CLOSE-WAIT state 

5.4.2 PDU arrival events 

Figures 24 to 35 specify the behaviour of a CAT_TP entity upon PDUs reception (i.e. actions to perform and resulting 
state). Processing as defined in this clause shall be performed independently per connection record. A non-existing 
connection record is considered to be in CLOSED state. 

All incoming PDUs shall be checked for their validity. These checks shall include: 

• Incompatible PDU parameters (e.g. SYN and RST both set); 

• Incorrect header length (e.g. odd number of bytes for LACK information) or data length field (e.g. NUL or RST 
PDU with non-zero data length field); 

• PDU length as received from the lower layer does not match sum of header and data length; 

• Wrong checksum; 

• Size of PDU exceeds maximum acceptable PDU size (RCV_PDU_SIZE_MAX). 
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5.4.2.1 
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Figure 24: CLOSE state PDU arrival event processing 
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5.4.2.2 Initial state: OPEN 
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Figure 25: OPEN state PDU arrival event processing 1/4 
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Figure 26: OPEN state PDU arrival event processing 2/4 



ETSI 



Release 6 



35 



ETSI TS 102 127 V6.7.1 (2006-11) 





Set SND_WIN_SIZE= CUR_PDU_WIN_SIZE 



SND_UNA_PDU_SEQ_NB = CUR_PDU_ACK_NB+1 
SND_WIN_SIZE= CUR_PDU_WIN_SIZE 
Flush acknowledged PDUs 




Flush E- acknowledged PDUs 



Figure 27: OPEN state PDU arrival event processing 3/4 
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Figure 28: OPEN state PDU arrival event processing 4/4 
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5.4.2.3 
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Figure 29: LISTEN state PDU arrival event processing 



ETSI 



Release 6 



38 



ETSI TS 102 127 V6.7.1 (2006-11) 



5.4.2.4 
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Figure 30: SYN-SENT state PDU arrival event processing 
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The value of the SYN_PDU_SIZE_MAX field received in the SYN-ACK PDU has to be checked against 
MIN_PDU_LENGTH = '17' (Size of a SYN PDU without identification data). 
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Figure 31 : SYN-RCVD state PDU arrival event processing 1/4 
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Yes 




Send R ST 

<reason='04'> 

<SEQ=CUR_PDU_ACK_NB+1> 



Oend nOT, A GK 

<SEQ=nonsignificant> 
<reason='04'> 

<ACK=CUR_PDU_SEQ_NB> 
<WIN=0> 



-> 



SYN-RCVD 



signal « connection ^ 
reset » 



To upper Layer 



Deallocate connection record 
Discard PDU 



J^ 



CLOSE 



Figure 32: SYN-RCVD state PDU arrival event processing 2/4 
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Discard PDU 



\/ 



SYN-RCVD 



Send <RST> 

<SEQ=CUR_PDU_ACK_NB + 1: 

<reason='04'> 

Deallocate connection record 

Discard PDU 



\k 



CLOSE 




Send <RST> 

<SEQ = CUR_PDU_ACK_NB + 

<reason='04'> 

Discard PDU 

Deallocate connection record 



\l/ 



CLOSE 



Yes 



Figure 33: SYN-RCVD state PDU arrival event processing 3/4 
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No 



y CUR_PDU_CK_NB 
t = V^ 

X SND_INITIAL_SQ_NB ,'' 



Yes 



Yes 



Flush acknowledged SYN-ACK PDU 
SetSND WIN SZE = CUR PDU WIN SIZE 




V 



OPEN 



Copy data fields into the user 

buffer 

Recalculate RCV WIN SIZE 



Yes 



Received 







^ 


PDU in y 

^v Sequence^^ 


> 1 








Set RCV_CUR_SEQ_NB = CUR_PDU_SEQ_NB 
Send <ACK> 

<SEQ=SND_NXT_SEQ_NB> 
<ACK=RCV_CUR_SEQ_NB 
<WIN=RCV_WIN-SIZE> 








Update the list of out-of-sequence PRDUs 
Send <EACK, ACK> 
<SEQ=SND_NXT_SEQ_NB> 
<ACK=RCV_CUR_SEQ_NB 
<WIN=RCV_WIN-SIZE> 

















^ 



CLOSE 



Figure 34: SYN-RCVD state PDU arrival event processing 4/4 
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5.4.2.6 



Initial state: CLOSE-WAIT 




^ 



CLOSE-WAIT 



PDU arrival 



Discard PDUs 



^ 



CLOSE-WAIT 



From low er Layer 



Figure 35: CLOSE-WAIT state PDU arrival event processing 

5.4.3 Timeout events 

Timeout events occur when a timer expires and signals the CAT_TP. Two types of timeout events can occur, as 
described below. 
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5.4.3.1 



Retransmission timeout 




J±. 



OPEN/SYN-SENT/SYN- 
RCVD 



Timeout event 



Yes 



Send <RST> 

<SEQ=CUR_PDU_SEQ_NB+ 1 

<reason='05'> 

Deallocate c on nee ti o n recor d 




ReSend PDU 

Increment retransmission PDU counter 

Restart PDU timer 



signal "connection 
reset » 




To upper Layer 



J± 



^ 



CLOSE WAIT 



OPEN/SYN-SENT/SYN- 
RCVD 



Figure 36: PDU retransmission timeout 



ETSI 



Release 6 



45 



ETSI TS 102 127 V6.7.1 (2006-11) 



5.4.3.2 



Close-wait timeout 




_^ 



CLOSE-WAIT 



Timeout event 



Deallocate connection record 



JJL 



CLOSE 



Figure 37: CLOSE-WAIT timeout 



5.5 



Identification 



A LV structure is defined in the C AT_TP variable header to be used for identification of the C AT_TP entity during 
connection startup. It is up to the appHcation to specify the syntax and semantics of the identification data. If the length 
is set to zero then no identification data is provided. 

The coding is defined as follows: 



Byte(s) 


Description 


Lengtii 


1 


Length (x) 


1 


2-(x+1) 


Identification data 


X 
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5.6 CAT TP header format 



CAT TP PDUs are based on this header. 



SYNACKEAK RST NUL SEG 



16-bit RFU Field 



l-bit Header Length 



16-bit Source Port 



16-bit Destination Port 



16-bit Data Length 



16-bit Sequence Number 



16-bit Acknowledgment Number 



16-bit Window Size 



16-bit Checksum 



N-bit Variable Header Area 



Figure 38: CAT_TP header format 
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5.6.1 First octet 



This 8 -bit field occupies the first octet of word one in the header. It is bit encoded with the following bits currently 
defined. 



[^ 



HL 



b6 



b5 I b4 



b3 



b2 I bl I 



Version Number of CAT_TP 

00: contains the version number of the protocol 

described by the present document. Current value 
is 00. 

Segmentation sub layer bit 

0: No segmentation or last Segmentation PDU (see 

clause 7) 
1: Segmentation PDU 

NUL PDU indicator 

0: The current PDU is not a NUL PDU 
1: The current PDU is a NUL PDU 

RST PDU indicator 

0: The current PDU is not a RST PDU 
1: The current PDU is a RST PDU 

EACK PDU indicator 

0: The current PDU does not contain EACK information 
1: The current PDU contains EACK information 

ACK PDU indicator 

0: The current PDU does not contain ACK information 
1: The current PDU contains ACK information 

SYN PDU indicator 

0: The current PDU is not a SYN PDU 

1 : The current PDU is a SYN PDU 



Bit Name 


Description 


SYN 


Establish connection and synchronize sequence numbers. 


ACK 


Acknowledge and window fields significant. 


EACK 


Non-cumulative (Extended) acknowledgement. 


RST 


Reset the connection. 


NUL 


This is a null (zero data length) PDU. 


SEG 


Segmentation sub-layer header bit. 


Version Nb 


CAT TP version number. 



Figure 39: First octet bits description 

The SYN, RST shall be sent as separate PDUs and shall not contain any data. The ACK may accompany any message. 
The NUL PDU shall have a zero data length, but may be accompanied by ACK and EACK information. The SEG bit 
may only be set for PDUs containing data. 

5.6.2 Header length 

The length of the CAT_TP header in units of octet, including this field. This field allows CAT_TP to find the start of 
the Data field. This field is 8 bits length. For a PDU with no variable header section, the header length field has the 
value '12'. 

5.6.3 Source and destination ports 

The source and destination ports are used to identify CAT_TP entities that are communicating with each other. The 
combination of the port identifiers with the source and destination identifiers of the lower layer serves to fully qualify 
the connection and constitutes the connection identifier. This permits CAT_TP to distinguish multiple connections 
between two entities running CAT_TP. Each field shall be 16-bits in length, allowing port numbers from 
'0000' to 'FFFF'. 
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5.6.4 Data length 



The length in octets of the data in a PDU. The data length shall not include the CAT_TP header. This field shall be 
16-bits in length. 



5.6.5 Sequence number 



This field indicates the sequence number of a PDU. This field shall be 16-bits in length. The sequence number is a 
cyclic parameter and may be incremented (only by one) from '0000' to 'FFFF'. 

5.6.6 Acknowledgement number 

If the ACK bit is set in the header, this field shall contain the sequence number of the last correctly and in sequence 
received PDU. Once the connection is established, the ACK bit and this field shall always be set. This field shall be 
16-bits in length. 

5.6.7 Window size 

If the ACK bit is set in the header, this field shall contain the maximum numbers of PDUs that the other entity is 
allowed to send, relative to the Acknowledgement Number. The last allowed Sequence Number is the 
Acknowledgement Number plus Window Size. 

This field reflects flow control and window management as described in clause 5.3.3. 

5.6.8 Checksum 

This field contains the result of the checksum calculation described in clause 5.3.2.2. 

5.6.9 Variable header area 

This area shall be used to transmit parameters for the SYN and EACK PDUs. 

5.6.10 RFU field 

This area is reserved for future use. 
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5.7 



SYN PDU 



1 byte 



10 



16-bit RFU Field 



1-bit Header Length 



16-bit Source Port 



16-bit Destination Port 



16-bit Data Length = 



16-bit Sequence Number 



16-bit Acknowledgment Number 



16-bit Window Size 



16-bit Checksum 



16-bit Max PDU Size 



16-bit Max SDU Size 



Identification 



Figure 40: SYN PDU structure 



5.7.1 SYN PDU fields 



5.7.1.1 Data length 

This SYN shall not carry any data. This length is coded to zero (0). 

5.7.1 .2 Sequence number 

This field shall contain the initial sequence number selected for this CAT_TP connection. 

NOTE: Once the SYN PDU has been sent, the sequence number of the CAT_TP entity is increased by one. 



5.7.1.3 



Acknowledgment number 



This field is valid only if the ACK flag is set. In that case, this field shall contain the sequence number of the SYN PDU 
received from the other CAT_TP entity. 
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5.7.1.4 



Maximunn PDU size 



This field contains the maximum PDU size in octets that the CAT_TP entity (issuing the SYN PDU) supports in 
reception. This information shall be used by the peer CAT_TP entity to set its maximum PDU size for its further 
emission within this connection. The specified size includes the CAT_TP header and data. 

NOTE: This parameter is a consequence from the possible constraint of the lower layer (e.g. UDP maximum 
PDU size). 



5.7.1.5 



Maximunn SDU size 



This field contains the maximum SDU size in octets that the CAT_TP entity (issuing the SYN) supports in reception. 
This information shall be used by the peer CAT_TP entity to set its maximum SDU size for its further emission within 
this connection. The specified size does not include any CAT_TP headers and shall not change during the connection 
lifetime. 

5.7.1.6 Identification 

This field contains an identification value as described in clause 5.5. 



5.8 



ACK PDU 



1 byte 



1 0/1 VerNo. 



16-bit RFU Field 



1-bit Header Length 



16-bit Source Port 



16-bit Destination Port 



16-bit Data Length = N 



16-bit Sequence Number 



16-bit Acknowledgment Number 



16-bit Window Size 



16-bit Checksum 



N octets Data 



Figure 41 : ACK PDU structure 
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The ACK PDU is used to acknowledge in- sequence CAT_TP PDUs. The ACK PDU may be sent as a separate PDU, 
but it should be combined with data whenever possible. 

The ACK PDU plays the role of the DATA PDU, data being segmented or not. Therefore, any emission of data by a 
CAT_TP entity is done through a ACK PDU. 

5.8.1 ACK PDU field 

5.8.1.1 Data length 

A "Data Length" field equal to zero indicates that the ACK segment does not carry any data after the header. 
A non-zero "Data Length" field indicates that there is data carried after the header, in the "Data" field. 

5.8.1 .2 Sequence number 

The "Sequence Number" field contains the sequence number of the CAT_TP entity sending the ACK PDU. 

5.8.1 .3 Acknowledgment number 

The "Acknowledgement Number" field indicates the sequence number of the last in-sequence CAT_TP PDU previously 
received, and acknowledges therefore all the PDUs having a Sequence Number up to the value of the 
Acknowledgement Number. 
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5.9 



EACK PDU 



1 byte 



110 0/1 



16-bit RFU Field 



1-bit Header Length 



16-bit Source Port 



16-bit Destination Port 



16-bit Data Length = N 



16-bit Sequence Number 



16-bit Acknowledgment Number 



16-bit Window Size 



16-bit Checksum 



)-bit Sequence Number (received out.of 
sequence: first entry) 



1.6-bit Sequence Number (received outof 
sequence: last entry) 



N-Octets Data 



Header Variable 
Area 



Figure 42: EACK PDU structure 

The EACK PDU is used to acknowledge PDUs received out of sequence by the receiving CAT_TP entity. It contains in 
the header variable area the sequence numbers of one or more PDUs received with a correct checksum, but out of 
sequence. 

The EACK shall always be combined with the ACK parameter in the PDU, thus providing in the same time the 
sequence number of the last PDU received in sequence. 

If the EACK information plus the data to be sent exceed the size of one PDU, an EACK PDU without data shall be sent 
before the Data, which shall be sent after this in an ACK PDU. 
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5.9.1 EACKPDU Field 

5.9.1.1 Data length 

A "Data Length" field equal to zero indicates that the BACK segment does not carry any data after the header. 
A non-zero "Data Length" field indicates that there is data carried after the header, in the "Data" field. 

5.9.1 .2 Sequence number 

The "Sequence Number" field contains the sequence number of the CAT_TP entity sending the HACK PDU. 

5.9.1 .3 Acknowledgment number 

The "Acknowledgement Number" field indicates the sequence number of the last in-sequence CAT_TP PDU previously 
received, and acknowledges therefore all the PDU having a Sequence Number up to the value of the Acknowledgement 
Number. 



5.9.1.4 



Variable header area 



This area in the BACK C AT_TP PDU is dedicated to the sequence numbers of the PDUs received with a correct 
checksum and out of sequence. There may therefore be several sequence numbers provided in this area, each bein^ 
16-bit long. The HACK sequence numbers order is not relevant. 

Obviously, the sequence numbers in this variable header area shall be greater than the acknowledgement number 
provided in the fixed header area (clause 5.6.5 Sequence number. Sequence Number description). 

5.10 RSTPDU 



1 byte 



0/10 1 



16-bit RFU Field 



)-bit Header Length 



16-bit Source Port 



1 6-bit Destination Port 



16-bit Data Length = 



16-bit Sequence Number 



16-bit Acknowledgment Number 



16-bit Window Size 



16-bit Checksum 



>-bit Reason Code 



Figure 43: RST PDU structure 
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The RST PDU is used to close or reset a connection. Upon reception of an RST PDU, the sender shall stop the emission 
of any CAT_TP PDU on this connection, and shall abort the un-serviced requests. 

A RST PDU shall not include any data, but may include an acknowledgement and therefore combine with an ACK 
PDU It shall not be combined with an BACK PDU. 

5.10.1 RST PDU fields 

5.10.1.1 Data length 

The RST PDU shall not carry any data. The "Data Length" field is therefore set to zero. 

5.1 0.1 .2 Sequence number 

The "Sequence Number" field contains the sequence number of the CAT_TP entity sending the RST PDU. 

5.1 0.1 .3 Acknowledgment number 

The "Acknowledgement Number" field indicates the sequence number of the last in-sequence CAT_TP PDU previously 
received, and acknowledges therefore all the PDU having a Sequence Number up to the value of the Acknowledgement 
Number. 

5.10.1.4 Reason code 

The Reason code shall indicate to the other side, why the connection is terminated, especially during connection 
establishment. 

The following values are defined: 

'00' Normal ending; 

'Or Connection set-up failed, illegal parameters; 

'02' Temporarily unable to set up this connection; 

'03' Requested Port not available; 

'04' Unexpected PDU received; 

'05' Maximum retries exceeded; 

'06' Version not supported; 

'07' .. 'FF' RFU. 
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5.11 NULPDU 



10 verNo. 



16-bit RFU Field 



^bit Header Length 



16-bit Source Port 



16-bit Destination Port 



16-bit Data Length = 



16-bit Sequence Number 



16-bit Acknowledgment Number •• 



16-bit Windows Siz 



16-bit Checksum 



16 bit Sequence Number (received 
out: Sequence first entry) ^ 



16 bit Sequence Number (receive( 
out: Sequence last of entry) 



if combined 
y with BACK: 
Header Variable 
Area 



Figure 44: NUL PDU structure 

The NUL PDU is used to determine if the other side of a CAT_TP connection is still active. When a NUL PDU is 
received, an CAT_TP entity shall acknowledge it if a valid connection exists. The NUL PDU is then discarded. The 
NUL PDU shall be combined with an ACK PDU and, if out of sequence PDUs have been received, an BACK PDU, but 
shall never carry user data. 

5.11.1 NUL PDU fields 

5.11.1.1 Data length 

The NUL PDU shall not carry any data. The "Data Length" field is therefore set to zero (0). 

5.1 1 .1 .2 Sequence number 

The "Sequence Number" field contains the sequence number of the CAT_TP entity sending the NUL PDU. 

5.1 1 .1 .3 Acknowledgment number 

The "Acknowledgement Number" field indicates the sequence number of the last in-sequence CAT_TP PDU previously 
received, and acknowledges therefore all the PDU having a Sequence Number up to the value of the Acknowledgement 
Number. 



5.11.1.4 



Variable header area 



This area in the NUL PDU is only present, if the NUL PDU is combined with an HACK PDU. It is dedicated to the 
sequence numbers of the PDUs received with a correct checksum and out of sequence. There may therefore be several 
sequence numbers provided in this area, each being 16-bit long. The HACK sequence numbers order is not relevant. 
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5.12 Header flags combinations 



Parameters'=> 
PDU types 


SYN 


ACK 


EACK 


RST 


NUL 


SEG 


SeqNb 


AckNb 


Optional Header Area 


Data 


SYN PDU 


= 1 


= 


= 


= 


= 


= 


SND_INITIAL_SEQ_NB 


Insignificant 


Max PDU Size 
Max SDU Size 
Identification 


No Data 


SYN/ACK PDU 


= 1 


= 1 


= 


= 


= 


= 


SND_INITIAL_SEQ_NB 


RCV_INITIAL_SEQ_NB 


Max PDU Size 
Max SDU Size 
Identification 


No Data 


ACK PDU 


= 


= 1 


= 


= 


= 


= 


SND NEXT SEQ NB 


CUR PDU SEQ NB 


None 


No data 


ACK PDU + 

un-segmented 

data 


= 


= 1 


= 


= 


= 


= 


SND_NEXT_SEQ_NB 


GUR_PDU_SEQ_NB 


None 


SDU 


ACK PDU + 
segmented data 


= 


= 1 


= 


= 


= 


= 1 

= if last 

segmented 

PDU 


SND_NEXT_SEQ_NB 


GUR_PDU_SEQ_NB 


None 


SDU 
Segment 


ACK/EACK 
PDU 


= 


= 1 


= 1 


= 


= 


= 


SND_NEXT_SEQ_NB 


GUR_PDU_SEQ_NB 


RGV_OUT_OF_SEQ_PDU_SEQ_NBs 


No data 


ACK/EACK 

PDU + 

un-segmented 

data 


= 


= 1 


= 1 


= 


= 


= 


SND_NEXT_SEQ_NB 


GUR_PDU_SEQ_NB 


RGV_OUT_OF_SEQ_PDU_SEQ_NBs 


SDU 


RST PDU 


= 


= 


= 


= 1 


= 


= 


SND NEXT SEQ NB 


Insignificant 


None 


No data 


RST/ACK PDU 


= 


= 1 


= 


= 1 


= 


= 


SND NEXT SEQ NB 


GUR PDU SEQ NB 


None 


No data 


NUL/ACK PDU 


= 


= 1 


= 


= 


= 1 


= 


SND NEXT SEQ NB 


GUR PDU SEQ NB 


None 


No data 


NUL/ACK/EACK 
PDU 


= 


= 1 


= 1 


= 


= 1 


= 


SND_NEXT_SEQ_NB 


GUR_PDU_SEQ_NB 


RGV_OUT_OF_SEQ_PDU_SEQ_NBs 


No data 



Figure 45: PDU Flags possible combinations 
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6 Implementation on BIP 

6.1 Sending and receiving data 

One CAT_TP PDU shall be transmitted as exactly one packet SDU on the BIP channel without adding or deleting any 
data. This may require one or more SEND DATA/RECEIVE DATA command to transfer the PDU to/from the 
Terminal Equipment. 

6.2 Timers 

Accuracy of timers shall be considered. Timers shall be considered for Acknowledgment and retransmission features. 



ETSI 



Release 6 58 ETSI TS 1 02 1 27 V6.7.1 (2006-1 1 ) 



Annex A (informative): 
Scenarios examples 

A.1 Connection establishment 

This is an example of a connection being established between Host A and Host B. Host B has done a passive OPEN and 
is in LISTEN state. Host A does an active Open to establish the connection. 

Host A Host B 

Time State State 

1. CLOSED LISTEN 

2. SYN-SENT <SEQ=100><SYN> > 

3. < <SEQ=200><ACK=100><SYN,ACK> 

SYN-RCVD 

4. OPEN <SEQ=101><ACK=200> > OPEN 

5. <SEQ=101><ACK=200><Data> > 

6. < <SEQ=201><ACK=101> 



A.2 Lost PDUs 



This is an example of what happens when a PDU is lost. It shows how PDUs can be acknowledged out of sequence and 
that only the missing PDU need be retransmitted. Note that in this and the following examples "EA" stands for "Out of 
Sequence Acknowledgement". 



Time Host A Host B 

1. <SEQ=100><ACK=200><Data> > 



< <SEQ=201><ACK=100> 

<SEQ=101><ACK=200><Data> (PDU lost) 



<SEQ=102><ACK=200><Data> > 

< <SEQ=201><ACK=100><EA=102> 

<SEQ=103><ACK=200><Data> > 

< <SEQ=201><ACK=100><EA=102, 103> 

<SEQ=101><ACK=200><Data> > 

10. < <SEQ=201><ACK=103> 

11. <SEQ=104><ACK=200><Data> > 

12. < <SEQ=201><ACK=104> 
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A.3 PDUs received out of order 



This is an example of PDUs received out of order. It further illustrates the use of acknowledging PDUs out of order to 
prevent needless retransmissions. 

Time Host A Host B 

1. <SEQ=100><ACK=200><Data> > 

2. < <SEQ=201><ACK=100> 

3. <SEQ=101><ACK=200><Data> (delayed) 
4. 

5. <SEQ=102><ACK=200><Data> > 

6. < <SEQ=201><ACK=100><EA=102> 

7. <SEQ=103><ACK=200><Data> > 

> (delayed PDU 101 arrives) 

8. < <SEQ=201><ACK=103> 

9. <SEQ=104><ACK=200><Data> > 

10. < <SEQ=201><ACK=104> 

A.4 Communication over long delay path 

This is an example of a data transfer over a long delay path. In this example, Host A is permitted to have as many as 
five unacknowledged PDUs. The example shows that it is not necessary to wait for an acknowledgement in order to 
send additional data. 

Time Host A Host B 



1 



9 



<SEQ=100><ACK=200><Data> -l-> 



2. <SEQ=101><ACK=200><Data> -2-> 

3. <SEQ=102><ACK=200><Data> -3-> 

-l-> (received) 
<-4- <SEQ=201><ACK=100> 
<SEQ=103><ACK=200><Data> -5-> 

-2-> (received) 
<-6- <SEQ=201><ACK=101> 
<SEQ=104><ACK=200><Data> -7-> 

-3-> (received) 
<-8- <SEQ=201><ACK=102> 
(received) <-4- 
<SEQ=105><ACK=200><Data> -9-> 

-5-> (received) 

10. <-10- <SEQ=201><ACK=103> 
(received) <-6- 

11. <SEQ=106><ACK=200><Data> -ll-> 

-7-> (received) 

12. <-12- <SEQ=201><ACK=104> 
(received) <-8- 

13. -9-> (received) 

14. <-13- <SEQ=201><ACK=105> 
(received) <-10- 

15. -ll-> (received) 

16. <-14- <SEQ=201><ACK=106> 
(received) <-12- 

17. (received) <-13- 

18. (received) <-14- 
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A.5 Communication over long delay path with lost PDUs 

This is an example of communication over a long delay path with a lost PDU. It shows that by acknowledging PDUs 
out of sequence, only the lost PDU need be retransmitted. 



Time 



Host A 



Host B 



1. <SEQ=100><ACK=200><Data> -l-> 

2. <SEQ=101><ACK=200><Data> -2-> 

3. <SEQ=102><ACK=200><Data> -3-> 

-l-> (received) 

4. <-4- <ACK=100> 

5. <SEQ=103><ACK=200><Data> (PDU lost) 

-2-> (received) 

6. <-5- <SEQ=201><ACK=101> 

7. <SEQ=104><ACK=200><Data> -6-> 

-3-> (received) 

8. <-7- <SEQ=201><ACK=102> 
(received) <-4- 

9. <SEQ=105><ACK=200><Data> -8-> 
10. 

(received) <-5- 

11. <SEQ=106><ACK=200><Data> -10-> 

-6-> (received) 

12. <-ll- <SEQ=201><ACK=102><EA=104> 
(received) <-7- 

-8-> (received) 

13. <-12- <SEQ=201><ACK=102><EA=104, 105> 

-10-> (received) 

14. <-13- <SEQ=201><ACK=102><EA=104-106> 
(received) <-ll- 

15. <SEQ=103><ACK=200><Data> -14-> 

(received) <-12- 

16. (received) <-13- 

-14-> (received) 

17. <-15- <SEQ=201><ACK=106> 
18. 

19. (received) <-15- 



A.6 Detecting a half open connection on crash recovery 

This is an example of a host detecting a half-open connection due to the crash and subsequent restart of the host. In this 
example, Host A crashes during a communication session, then recovers and tries to reopen the connection. During the 
reopen attempt, it discovers that a half-open connection still exists and it then resets the other side. Both sides were in 
the OPEN state prior to the crash. 





Host A 


Host B 


Time 




1. 


OPEN 


OPEN 




(crash!) <- 


— <SEQ=200><ACK=100><ACK> 


2. 


CLOSED 
(recover) 


OPEN 


3. 


SYN-SENT 


OPEN 




<SEQ=400><SYN> - 


— > (?) 


4. 


SYN-SENT 


OPEN 




(!) <- 


— <SEQ=200><ACK=100><ACK> 


5. 


SYN-SENT 


OPEN 




<SEQ=101><RST> - 


— > (abort) 


6. 


SYN-SENT 


CLOSED 


7. 


SYN-SENT <SEQ=400><SYN> 


> 
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A.7 Detecting a half open connection from the active side 

This is another example of detecting a half-open connection due to the crash and restart of a host involved in a 
connection. In this example, host A again crashes and restarts. Host B is still active and tries to send data to host A. 
Since host A has no knowledge of the connection, it rejects the data with an RST PDU, causing host B to reset the 
connection. 

Host A Host B 

Time 

1. (crash!) OPEN 

2. CLOSED < <SEQ=200><ACK=100><Data> OPEN 

3. CLOSED <SEQ=101><RST> > (abort) 

4 . CLOSED CLOSED 



A.8 Dynamic window management 

In this example, a card with just one global buffer for 5 segments is assumed. 2 applet loads happen just after each 
other, the first for a 5 segment applet. The current window is given after the "/" in the ACK. After reception of the 
first 5 segments, the card closes the window and keeps it closed until the application finishes processing and releases 
the buffer again. One segment loss is also included in the example sequence. 

Server Card 

Time State State 

1. LISTEN LISTEN 

2. SYN-SENT <SEQ=100><SYN> > 

3. < <SEQ=200><ACK=100/5><SYN, ACK> 

(card announcing its window) 
SYN-RCVD 

4. OPEN <SEQ=201><ACK=200/9> > OPEN 

5. <SEQ=101><ACK=200/9><Data> > 

6. < <SEQ=201><ACK=101/4> 

(card reducing window) 

7. <SEQ=102><ACK=200/9><Data> packet lost 
7. <SEQ=103><ACK=200/9><Data> > 

7. < <SEQ=201><ACK=101/4><EA=103> 

10. <SEQ=104><ACK=200/9><Data> > 

11. < <ACK=101/4><EA=103, 104> 

12. <SEQ=102><ACK=200/9><Data> > 

(packet resent) 

13. < <SEQ=201><ACK=104/1> 

14. <SEQ=105><ACK=200/9><Data> > 

15. < <SEQ=201><ACK=105/0> 

(window now closed) 

16. <SEQ=106><ACK=200/9><NUL> > 

(server probes the card) 

17. < <SEQ=201><ACK=106/0> 

(window still closed) 
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18. < <SEQ=201><ACK=106/5> 

(processing finished, 
window opened again) 

19. <SEQ=107><ACK=200/9><Data> > 

(data transfer resuming) 

20. < <SEQ=201><ACK=107/4> 
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Annex B (informative): 
CAT_TP-Upper layer interface definition 

This annex specifies some minimum behaviour between CAT_TP and an application and Hsts exchanged parameters. 
The underneath technology or bearer is out of the scope of this annex. 

This annex is language independent. 

B.1 OPEN 

ACTIVE OPEN 

While performing an ACTIVE OPEN, an application shall give: 

• The remote CAT_TP port to connect with, 
may give: 

• The maximum SDU size it will need in emission and in reception. 

• Its own local CAT_TP port. 
The CAT_TP layer shall respond: 

• with a CAT_TP link identifier (if the CAT_TP link has been established successfully); or 

• with an error (if the CAT_TP link has not been established successfully); 

• with the minimum value between the maximum SDU size that the CAT_TP is able to send and the maximum 
SDU size that the remote CAT_TP entity is able to receive (this value corresponds to the max data size that the 
application can send later on); 

• with the Maximum SDU size in reception (provide in the first SYN); 
may respond: 

• with the local port of the CAT_TP connection. 

PASSIVE OPEN 

While performing a PASSIVE OPEN, an application shall give: 

• Its own local port, (may be a well-known one), 
may give: 

• The maximum SDU size it will be able to receive and to send. 

• The authorized "cHent" CAT_TP port. 
The CAT_TP layer shall respond: 

• With a CAT_TP link identifier (if the CAT_TP instance has reached successfully the LISTEN state). 
The CAT_TP layer shall: 

• Signal the application once a connection was established by a remote entity. 

• Give the maximum SDU size in emission and reception. 
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B.2 Send 



Sends a SDU. 

While performing a SEND, an application shall give: 

• A SDU (equal or smaller than the maximum SDU size returned by ACTIVE OPEN). 

• A CAT_TP link identifier on which the SDU has to be sent. 
The CAT_TP layer shall respond: 

• with request accepted; or 

• with request error; 
may later notify: 

• that the SDU has been successfully received (PDUs have been successfully acknowledged) by the peer 
CAT_TP entity. 



B.3 Receive 



Receives data. A notification shall be performed by the CAT_TP layer indicating the size of the available data. 
The application then takes the data by performing a RECEIVE. 
While performing a RECEIVE, an application shall give: 

• A buffer where the data has to be stored. 
The CAT_TP layer shall respond: 

• with the received data and its size; or 

• with an error in case of receiving issue, 
may respond: 

• with the remaining available data size (if any). 

B.4 CLOSE 

Close a CAT_TP link. 

While performing a CLOSE, an application shall give: 

• The CAT_TP link identifier that has to be closed. 
The CAT_TP layer shall respond: 

• with OK if the CAT_TP layer has entered the CLOSE-WAIT state; or 

• with an error in case of closing problem. 
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B.5 Status 



Return the status of a CAT_TP link. This will send a NUL frame to check if the connection is established on both ends. 
While performing a STATUS, an application shall give: 

• The CAT_TP link identifier that has to be checked. 
The CAT_TP layer shall respond: 

• the status (ok or nok); or 

• an error in case of problem when performing the STATUS. 
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